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GENERAL DESCRIPTION 


CHECK /LOAD-DOUNP is an MCP utility which compares the files on a 
systems tibrary tape Ccreated by SYSTEM/LOAD.DUMP) to those files 
of the same name on disk. 


A listing of the files on the tape is produced and contains the 
foilowing inforaation: | 


1e- Relative file nuaber 

2e Filer-identifier 

3e Fite-type 

&. Record size (bytes) 

5. Btocking factor 

6- EOF pointer 

TY. Creation/conpitation date 


If there is a file compare error» the type of error will be 
noted. 
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OPERATING INSTRUCTIONS 


To compare ali the files on a tibrary tape to the system disk 
Cdefault)» the execute message shown below shoutd be entered. 


EX CHECK/LOAD.CUMP FILE YT NAME = <tape-id> 
This message wilt compare the fiies on the tape to the files 
residing on the system disk. CHECK/LOAD.DUMP may be executed in 
the fotlowing way. 


EX CHECK/LOAD.OUMP 


CHECK/LOAD-DUMP will then request the tape to be coapared. The 


user then enters an IGNORE CABEL (CIL) message to the MCP 
specifying the desired tape drive. — | | 


When the progras encounters the first compare error the following 
message wilt be displayed on the SPO: 


FIRST ERROR ON FILE #<integer> (<file-identifier>) 


To compare the tape to a disk other than the system disk the 


execute statement gust specify the pack-id. 

EX CHECK/LOAD.DUMP FILE T NAME = <tape~id>sFILE D PACK.ID = <pack 
SENSE SWITCH 0 

It is possible to designate a compare on only certain files 
rather than an entire tape. To accoaplish this» set SW 0 to some 
non-zero vatue. 


EX CHECK/LOAC.DUMP SW 0 = 1 FILE T NAME = <tape-jd> 


CHECK /LOAD.DUMP will request the names of the files to be 


compared. These are entered one at a time via an ACCEPT message. 


A finat blank ACCEPT smessage terminates the request string. 
"<family-name>/=" and "=/<file-id>" foras are allowed. Aliso» 


“sf/=" is altowed and causes the entire tape to be cospared. The 


exaaple below illustrates this procedure. 


EX CHECK/LOAD.DUMP SW 0 = 1 FILE T NAME = LIBRARY 
 CHECK/LOAD.OUMP =1 803. o.. | 
‘% CHECK/LOAD.OUMP =1 ENTER FILE NAMES 
CHECK/LOAD.DUMP =1 ACCEPT. 
 « LAXSDLZ= 
LAXCOBOL 
— LAXS/INTERPEM 
ae - ss 
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The listing produced contains information onty for the fites. 


specified in the ACCEPT messages. 
2ENSE SWITCH 1 


Should it be desirable to have a detailed analysis of the errors» 


set SW t to soae non-zero vatue. A separate error tisting is 
then produced. In the case of a header compare errors the 
relevant fields from the disk header and the tape header are 
printed. When a file compare error has occurred» the disk and 
tape buffers are dunaped in hexadecimal format. Each 44-bit 


character that does not coapare is flagged with an asterisk. 


SENSE SWITCH 2 


This progeraea switch can be used to controt the output listing 
normally produced by the progran. If it is set to a non-zero 
value €@.g. SW2=1)>5 no listing is printed on the tine printer. 
Regardtess of the setting of this switch» the total number of 
errors» tf anys is reported on the console CRT (SPO) at ENQJ. 


2TATUS 
To check the progress of CHECK/LOAD.~DUMP enter: 
<job-nuaber >AXSTATUS Cor) <job-nusber >AXST 
The program wiil respond with the filename and nuaber of the 


file currentty being compared. If there have been errors on the 
tape» a cumulative error count will be displayed. 
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| ERROR MESSAGES 
INVALIO INQUIRY. 


This message resu(ts from an incorrect entry of status 
inquiry. A 


TAPE OTRECTORY 1/7C ERROR 


Irrecoverable read error on tape directory. Program 
terminates. | 


UNEXPECTED TRAILING CHARACTER 

A file-name was entered incorrectiy. 
MESSING ENDING QUOTE IN FILE“NAME 

A file-nage was entered incorrectly. 
BLANK FILE NAME NOT ALLOWED 

INVALID SIZE FCR FILE NAME 


Tokens must be tess than or equat to ten characters in 
Length. | | 


<file-name> NOT ON LIBRARY TAPE 


<tape-name> ACT A LIBRARY TAPE 
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